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ORIGIN PM-07 

INFO OCT-01 IO-13 ADP-00 EA-11 ACDA-19 AF-10 ARA-16 EUR-25 

NEA-10 RSC-01 SCI-06 AEC-11 NSA-02 CIAE-00 DODE-OO 

H-03 INR-10 L-03 NSC-10 PA-03 PRS-01 SS-15 USIA-15 

SAJ-01 MBFR-03 /196R 

DRAFTED BY PM/AE:LJHABLAS:SKS 
7/23/73 EXT 21835 

APPROVED BY IO/CMD:JMCDONALD 
PM/DC A : RM ARTIN 
IO/CMD:AYODER 
IO/UNP:DBLACK 

033314 

P 232132Z JUL 73 

FM SECSTATE WASHDC 

TO USMISSION GENEVA PRIORITY 

CONFIDENTIAL STATE 144470 

E.O. 11652: GDS 

TAGS: UN, ECOSOC, PINR, PARM 

SUBJECT: FRENCH 1973 NUCLEAR TEST SERIES IN PACIFIC- 
ECOSOC DEBATE 

REFS: A. GENEVA 3759 

B. STATE 142192 

C. STATE 102092 

1. FRANCE EXPLODED NUCLEAR DEVICE OVER MURUROA ATOLL ON 
JULY 21, 1973. IN RESPONSE TO PRESS QUESTIONS, DEPARTMENT 
SPOKESMEN STATED, "WE WOULD HOPE THAT EVERYONE WOULD SIGN 
THE NUCLEAR TEST BAN TREATY PROHIBITING TESTS IN THE 
ATMOSPHERE. WE DO NOT OFFER CRITICISM OF THE FRENCH OR 
ANYONE ELSE." US AEC SPOKESMEN REFUSED TO RELEASE DATA 
ON FRENCH BLAST. DOD ACKNOWLEDGED US NAVY SHIPS AND 
PLANES WERE IN AREA FOR "ENVIRONMENTAL TESTING." 
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2. SHOULD SUBJECT OF FRENCH TESTING BE RAISED IN ECOSOC 
DEBATE IN GENERAL WAY, NO REPEAT NO INTERVENTION SHOULD 
BE MADE. IF PRESSED.US DEL SHOULD USE GUIDANCE PROVIDED 
IN REF STATE CABLES. UNDER NO CIRCUMSTANCES SHOULD DEL 
OFFER MORAL JUDGMENT OF FRENCH TESTING. IF FRENCH TESTING 
IS RAISED IN SPECIFIC WAY, FOR EXAMPLE BY RESOLUTION OF 
SOME SORT. YOU SHOULD SEEK FURTHER GUIDANCE. ROGERS 
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